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This is UNEVALUATED Information 


25X1 


SECRET SECURITY INFORMATION 


Adrianow (Adrianov) Meteorological Instrument and 

Bally Weather Observation Record 

, Bally Observation Record ' I 

(Dziennik Obserwaeji) 


25X1 


Item #1 


From: 

( SkadT 


Bate 

(DataJ" 


To: 

(BoTogoJ" 


Confirmation 

(StwierdzonoT 


Weather 

(PogodaT 


Begree of Cloudiness 

(Cisnlenie Atmos f eryosnej" 

Ground Temperatur e 
(Temperature gleby)' 


Wind Direction and 
Yelooity per second^ 
(Klerunftk i szybkOBc" 
wiatru na sekunde) 


Air Temperatur e 
(Temperature powietrzaf 


Prepared hy 
(3porzadgll) 


wire 


dlso 


Itemi #2 


In con- 
junction p 
with 
Adrianow 
eompaes 


Dally Observation Record form used in the 
course,, and on hand in 62d Inf Regt Cml Plat 


Adrianow (Adrianov) Meteorological 
Instrument 

The Instrument consisted of a wire 
frame, two calibrators revolving 
within the frame, a tin metal 
directional dlso revolving on a 
wooden pole 2 m, in length, which ' 
could be folded. The entire in- 
strument was oriented as to N with 
the aid of the Adrianow compass. 
This instrument, used at the 
chemical course and also by the 
Cml Plat, 62d Inf Regt, was packed 
and transported in a wooden box, 

30 to 45 cm, in length, 30 to 45 cm- 
in width and 30 cm, in depth. DS- 
561 admitted that the instrument 
was old in appearance. 
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ARMY review completed. 


25 YEAR RE-REVIEW 
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